The Siva ungam is proposed to be installed at Muchkhand Asnraman
in Rajasthan State. Before transporting the Siva Lingarr
Sri R. Venkateswarlu, President AP.Beda Budaga Sangam Worshipping
Shiva Ungam on 22-11 -99 in the presence of Sri Sunii Sarma IAS
Dlst. Collector, Prakasam Dist and his wife at Ongole